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RESPIRATION

and compress the lower part of the subject's thorax. With each
backward movement the operator's hands are raised from the
thorax which recoils to Its resting position. Thus air, which
had been expelled in the first movement, is replaced by in-

Fig. 6-12   Schafer's prone pressure method of artificial respiration (see
text).   A, expiration.   B, inspiration.    (After Drinker.)
spired air.   The operator makes about 16 double movements
per minute.
Eve's rocking method. This method, invented by Dr. Eve,
an English physician, makes use of the weight of the abdominal
viscera to lower and raise the diaphragm in imitation of its
normal inspkatory and expiratory movements. The subject is
placed prone upon a stretcher or board which is balanced in
the center upon a trestle or other support and rocked around Hs